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AN ACCOUNT OF ALL COPPER 

Imported into Ireland, in the Year ending 5th of January 1817; distinguishing each Sort of 
Copper, from what Country, and into what Port, imported. 



PORTS 


Countries from which Imported, 
GREAT BRITAIN. 


INTO WHICH 
IMPORTED. 


COPPER, 




Wrought. 


\ 

Unwrought. 




Declat 


■ed Value. 


Cwti. 




£. 




d. 




BALTIMORE - - - r y 


6 


15 


S 


— 


BALLYRAINE 


■ - 


- 




5 


BELFAST 


612 


9 


1 


145 


CORK 


25 


18 


11 


208 


DROGHEDA - - 


- - 




- 


1 


DUBLIN 


1,038 


13 


9 


1,624 


DUNDALK 


250 


16 


10 


— 


LIMERICK 


- - 


- 


- 


9 


LONDONDERRY 


27 


11 


2 


88 


NEWRY 


- - 


- 


- 


14 


STRANGFORD 


25 


4 


— 


— 


WATERFORD 


11 


9 


5 


6 


Total - - - - 


1,998 


18 


10 


2,100 



Custom-House, Dublin, 
29 th March 1817. 



WILL 11 MARRABLE, 
Inspector Gen 1 
Imports and Exports. 
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